COVID-19 PCR TESTS WITH ETHYLENE OXIDE: A TOTAL DISREGARD FOR PUBLIC HEALTH? 


PIR &ES-4 SWABS 


A TOTAL DISREGARD FOR PUBLIC HEALTH? 
who have already taken the 
ConVID-1 g t3sts - mostly willingly, however unwittingly - so 
messed up that Pe are Fae about this proven-to-be- 


useless, non-diagnostic tool of the "disease" that is still being 





used to falsely drive up the case counts + NOT mention deaths? 


Pw. CON om tt 2O) 400d C0188 that the t3sts contain a CLASS 1 


CARCINOGEN that may harm your IMMUNE SYSTEM, give you 
the VIRUS, cause CANCER + may also be THE VACCINE, are now 


being used on infants, toddlers + pregnant women?! WTH?! 


CRIMAS AGAINST HVMANITY? 





HOW CAN ANYONE NOT ALREADY KNOW ABOUT THE CONTROVERSY AND UNRELIABILITY 
OF THE COVID PCR TEST? IS ANY OF THIS CONSIDERED "THEM" GETTING "OUR" FULL, 
VOLUNTARY AND INFORMED CONSENT? 

ARE THE MILLIONS OF PEOPLE who have already taken the ConVID-1 9 t3sts - mostly willingly, 
however unwittingly - so messed up that they don't know about this proven-to-be-useless, non- 
diagnostic tool of the "disease" that is still being used to falsely drive up the case counts + NOT mention 
deaths? 

HAS ANYONE INFORMED YOU that the t3sts contain a CLASS 1 CARCINOGEN that may harm your 
IMMUNE SYSTEM, give you the VIRUS, cause CANCER + may also be THE VACCINE, are now being 
used on infants, toddlers + pregnant women?! WTH?! 


CHECK OUT RELATED INFORMATION ON TRUTH WARS: COVID CONSPIRACY FACTS! 
https://archive.org/download/truth-wars-the-conspiracy-facts-information-links/ 


CHECK OUT RELATED INFORMATION ON COVID HYPOCRISY AND BETRAYALS 
https://archive.org/download/covid-hypocrisy-betrayals-of-public-trust-web-links 
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PCR TEST - ETHYLENE OXIDE, Our Free Society, March 26, 2021 
https://www. bitchute.com/video/iUy3nJUTh9N2/ 


TESTING DEVICES FOR COVID-19: TEST SWABS SAFETY AND EFFECTIVENESS GUIDANCE, 
Canada.ca, NOTE: Swabs contain Ethylene Oxide. 


https://www.canada.ca/en/health-canada/services/drugs-health-products/covid19-industry/medical- 
devices/testing/test-swabs.html#a5 


ETHYLENE OXIDE: WHAT IS ETHYLENE OXIDE? Cancer.gov National Cancer Institute, 


https://www.ca 
ncer.gov/about-cancer/causes-prevention/risk/substances/ethylene-oxide 


HUGO TALKS. AMONGST OTHER THINGS, ABOUT THE USE OF ETHYLENE OXIDE ASA 
STERILANT FOR TEST SWABS. Hugo Talks, 25 Mar 2021 
httos://taonewswire.com/2021/03/hugo-talks-amongst-other-things-about-the-use-of-ethylene-oxide-as- 





a-sterilant-for-test-swabs/ 


https://cdn.lbryplayer.xyz/api/v4/streams/free/Ethylene-Oxide-Lockdown-News-Roundup-Hugo- Talks-- 
lockdown/658467821 3cfdda5d17cf1703bb9261bc075c2f8/2fddc8 


VACCINE ASSAULT ON HUMANITY /Carcinogenic Ethylene Oxide used to sterilize COVID test swabs, 
causes brain hemorrhage and cancer 


https://www.endtimesbuzz.com/beforeitsnews/vaccine-assault-on-humanity-carcinogenic-ethylene- 
oxide-used-to-sterilize-covid-test-swabs-causes-brain-hemorrhage-and-cancer-health/ 


THE PCR TESTS USED TO TEST YOUR CHILDREN ARE TOXIC! 
https://thehypothyroidismchick.com/tag/areethyleneoxideswabsdangerous/ 


BLOOD TESTS SHOW EXPOSURE TO ETHYLENE OXIDE, Brenda Goodman, MA, Andy Miller, 
webmd.com, December 9, 2019 


https://www.webmd.com/cancer/news/20191209/blood-tests-show-exposure-to-ethylene-oxide 


ETHYLENE OXIDE IN TEST KITS WILL GIVE YOU CANCER, Chaka 09 Mar 2021 
https://brandnewtube.com/watch/ethylene-oxide-in-test-kits-will-give-you-cancer_CJys8Wrqlbfowkg.html 


IMPORTANT INFORMATION (ETHYLENE OXIDE & C19 SWABS) 


https://www.reddit.com/r/NoNewNormal/comments/mcs567/important_information_ethylene_oxide_c19 
swabs/__https://i.imgur.com/1Z532tt.png 


PROOF - THE COVID-19 TEST IS LACED WITH ETHYLENE OXIDE WHICH IS LETHAL IF INHALED - 
IT'S KILLING YOU, wil paranormal, March 25, 2021 
https://www.bitchute.com/video/ohZG7nOT1NEG/ 


PCR SWAB TEST EXAMINATION FOR ETHYLENE OXIDE?, SixthSense, March 23, 2021. 
https://www.bitchute.com/video/cD5bJfBQ5u7H/ 


SWABBING BY MOUTH, NOT NOSE, IS GOOD ENOUGH, EXPERTS SAY. BUT SOME WONDER. 
Tampabay.com, April 16, 2020 
https://www.tampabay.com/news/health/2020/04/16/test-swabs-by-mouth-not-nose-are-good-enough- 





experts-say-but-some-wonder/ 
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CORONAVIRUS: SAUDI ARABIAN CHILD DIES AFTER COVID-19 TEST SWAB BREAKS IN HIS 
NOSE, EnglishAlarabiya.net, 15 July ,2020 
https://english.alarabiya.net/coronavirus/2020/07/15/Coronavirus-Saudi-child-dies-due-to-a-COVID-19- 





test-swab-breaking-in-his-nose?fbclid=lwAROOpDd2CcVUhzfGEsieBit6omO}j- 
AdhfTZNSXfHLBIWz XEfEWVOcP Mo4 


SALIVA VS SWAB TEST — WHAT’S THE DIFFERENCE? Testtingforall.org 
https://www.testingforall.org/saliva-vs-swab-test-whats-the-difference/ 


COVID-19 NASAL SWAB TEST LED TO CEREBROSPINAL FLUID LEAK, Forbes.com, October 5, 2020 
httos://www.forbes.com/sites/ninashapiro/2020/10/05/covid-19-nasal-swab-test-led-to-spinal-fluid-leak/? 





sh=5b61bf0d35e9 


NEWBORN BABY GIVEN COVID TEST WITHOUT PARENTAL PERMISSION — THE HOSPITAL VISIT 
FROM HELL, divergemedia.ca, December 9, 2020 
https://divergemedia.ca/2020/12/09/newborn-baby-given-covid-test-without-parental-permission-the- 
hospital-visit-from-hell/?foclid=lIwARO_- 
NhXEcriHtJccZICOkCAR7KIBLnb9iJamMH6dpHrcIMGXbWoSU-Sx40 


‘ENDLESS SHAME’: CHINESE CITIZENS REACT TO COVID-19 ANAL SWAB TESTS, news.com, 
January 29, 2021 
https://www.news.com.au/lifestyle/health/coronavirus-testing-china-trials-anal-swabbing-for-highrisk- 





cases/news-story/4b4d71274e89120a77c70e2826419704 


NANOTECHNOLOGY PLAYS MAJOR ROLE IN COVID-19 VACCINE DEVELOPMENT, Reviewed by 
Emily Harrison, news-medical.net, July 15, 2020 
https://www.news-medical.net/news/20200715/Nanotechnology-plays-major-role-in-COVID-19-vaccine- 





development.aspx 


PCR TEST SWABS MAY CONTAIN “STAR-SHAPED MICRODEVICES” THAT SECRETLY VACCINATE 
THE “VACCINE HESITANT” John Gideon Hartnett, biblescienceforum.com, February 3, 2021 


https://biblescienceforum.com/2021/02/03/pcr-test-swabs-may-contain-star-shaped-microdevices-that- 
secretly-vaccinate-the-vaccine-hesitant/ 


COVID-19 SWAB TESTS MADE BY RANDOX AND GIVEN TO THOUSANDS OF BRITONS HAVE 
BEEN HALTED OVER FEARS THEY ARE UNSAFE, The Daily Mail, July 16, 2020 


https://www.dailymail.co.uk/news/article-8530333/Coronavirus-swab-tests-unsafe-halted.html 


SPIRO - THE CORONA TEST - THOUGHTS ON PCR FROM ITS INVENTOR KARY MULLIS, HIV, 
AIDS and more..., PanteonDK, October 13, 2020 https://www.bitchute.com/video/AMIiIZXEAPQo/ 


PCR TEST INVENTOR HAS ZERO EVIDENCE HIV CAUSES AIDS - COVID TEST TRUSTWORTHY?, 
Fact Seekers , August 23, 2020 https://www.bitchute.com/video/GRamPK8GICHP/ 


[PCR TEST CAN'T DETECT VIRUSES SOUND FAMILIAR?] HIV-AIDS - The Greatest Lie of 21st 
Century, JustAnArchive, May 22, 2020 https://www.bitchute.com/video/L9ntdcSxNI5L/ 


PCRTEST IS CONTAMINATED — V ACCIN E WILL INJECT THE AIDS VIRUS INTO YOU,_ 
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December 18, 2020 https://www.bitchute.com/video/RdHW4f6sFuWY/ 
VIRUS SCAM - THE GREATEST FRAUD IN HISTORY CONTINUES TO ESCALATE, Light Walker, 


December 14, 2020 https://www.bitchute.com/video/GP6hkDHkKIret/ 





GD'S POLITICAL ANIMAL: WHO TIGHTENS GUIDELINES ON USE OF PCR TESTS 


https://gdspoliticalanimal.blogspot.com/2021/02/who-tightens-quidelines-on-pcr-testing.html? 
fbclid=lwAROJ-9x_ EE5cm18elOyOqgH9kd1BD3c4V8ysSnffHJxGLSg3PTouOT9jLGXk 


CORONA: CREATING THE ILLUSION OF A PANDEMIC THROUGH DIAGNOSTIC TESTS, Jon 
Rappoport - March 30, 2020 
https://blog.nomorefakenews.com/2020/03/30/corona-creating-the-illusion-of-a-pandemic-through- 
diagnostic-tests/?fbclid=lwAR1ZJU33QFMuu-33_L7_ mWR- 
d7DwYpxJLKkepMOQUov0c44m2bLCISCHCjG8 


PCR TESTING CREATES A CASEDEMIC-UNDERSTANDING OUR CURRENT VIRAL ISSUE, 
Vaccines-Big Pharma Danger August 19, 2020 


https://www.bitchute.com/video/JD8Fv76FLEMr/ 


DR. STEPHEN MALTHOUSE MD DISCUSSES COVID-19, PCR TESTING, MASKING, SOCIAL 
DISTANCING, COVID VACCINES AND IMMUNE OVERREACTIONS: 


_https://brandnewtube.com/watch/physician-and-news-reporter-goes-off-script- 
covid_jgsGAJhaagyp2GS.html 


SHAMELESS MANIPULATION OF POSITIVE PCR TESTS, mercola.com, February 26, 2021 
https://articles.mercola.com/sites/articles/archive/2021/02/26/pcr-test-false-positive-rate.aspx 


DID YOU KNOW? THE NUREMBERG CODE IS OUR RIGHT TO INFORMED CONSENT 
https://www.youtube.com/watch?v=8IMFnj5RaN8& 


FROM NUREMBERG TO CALIFORNIA (WHY INFORMED CONSENT MATTERS IN THE 21ST CENTURY), 
tangentopolis (world orders review), June 26, 2020 
https://www.bitchute.com/video/8HhnNUNH6MxBz7/ 


NUREMBERG CODE VIOLATIONS BY BIG PHAR MA | by Ray Flores_ 
https://medium.com/@rayflores/nuremberg-code-violations-by-big-pharma-e10e32fa2804 





GOOD HEALTH DEPENDS UPON INFORMED CONSENT AND TRUST IN YOUR BODY, Dr. Christine 
Northrop, Vaccine Choice Canada , March 3, 2021 
https://www.bitchute.com/video/Mb4VAhRTu1QJ/ 


HOW TO RED PILL A PRO VAXXER IN LESS THAN 3 MINUTES!!! Press for Truth, March 24, 2021 
https://www.bitchute.com/video/eZOpmKNii6zq/ 


WHAT DO YOU THINK IS RISKIER...GETTING THE VIRUS OR TAKING THE VACCINE?? Press for 
Truth 


https://www.bitchute.com/video/Blo75ziSx3rv/ 


DR. MICHAEL YEADON EXPLAINS WHY INFORMED CONSENT PREVENTS YOU FROM BEING 
FORCED TO TAKE THE VACCINE! FreiheitsFreund , March 12, 2021 
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https://www. bitchute.com/video/kKSwEzsIKOhAA/ 


DECLARATION OF INFORMED CONSENT FORM — COVID INJECTION PRODUCT 
March 17, 2021 By Vaccine Choice Canada 


https://vaccinechoicecanada.com/in-the-news/declaration-of-informed-consent/ 


OTHER GOOD SOURCES (partial list) FOR RELATED NEWS, INFORMATION AND RESOURCES : 
World Freedom Alliance - https://worlddoctorsalliance.com/ 

World Doctor's Alliance - https://worlddoctorsalliance.com/ Global Report 2019-nCoV Summary of Facts: 
http://online.anyflip.com/inblw/ufbs/mobile/index.html?s=08 

Great Barringtion Declaration - https://gbdeclaration.org/ 

America's Frontline Doctors - https://www.americasfrontlinedoctors.com/ 

Children's Health Defence - https://childrenshealthdefense.org/ 

ICAN - Informed Consent Action Network - https://www.icandecide.org/ 

Vaccine Choice Canada - https://vaccinechoicecanada.com/resources/covid-19-news-updates/ 
Canadian Health Alliance — http://www.canadahealthalliance.org/ ... and more! 
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LARGEST PEER-REVIEWED STUDY DESTROYS 


> PROF. DROSTEN IS 
NOT A REAL DOCTOR. 


> RT-PCR TEST FROM OLD 
SARS VIRUS WITHOUT 
SEEINGTHE REAL WUHAN 
VIRUS FROM CHINA. 


> HIS PAPER WAS NOT 
PEER REVIEWED BEFORE 
RELEASED; TEST STILL USED. 





PCR TEST 


“identified concerning errors and inherent fallacies 


which render the SARS-COV-2 PCR TEST USELESS.” 


> THE PCR TEST IS NOT 
BASED ON SCIENTIFIC 
FACTS WITH RESPECT TO 
INFECTIONS. 


> PCR TESTS USELESS 


FOR THE DETECTION OF 
ANY INFECTIONS 





> DR. KARY MULLIS, PCR 
TEST INVENTOR, STATED 
TESTIS NOT A DIAGNOSTIC 
TOOL; DOES NOT IDENTIFY 
ANY SPECIFIC VIRUS. 


> MANY SCIENTISTS CALL 
THIS A PCR-TEST PANDEMIC, 


Q: WHY ARE YOU 
LOSING PUBLIC TRUST? 
: “,.. the disease is not 
existing, it's not there... 


NOT A CORONA PANDEMIC. 


> VERY HEALTHY, NON - 
INFECTIOUS PEOPLE MAY 
STILL TEST POSITIVE... 
ASYMPTOMATIC. 


> LIKELIHOOD OF FALSE- 


what we see is the 
bats deer-| Militeliil: Perm 
though the incidents 


go up but, the 
fatalites dont 
go up.” 


> A POSITIVE PCR TEST 
DOES NOT MEAN AN 
INFECTION IS PRESENT 
OR THAT AN INTACT VIRUS 
HAS BEEN FOUND. 


> AMPLIFICATION OF 


IMES AGAINST HUMANITY! 








SAMPLES OVER 35 CYCLES 
Christian 7 Positives ts 89-97% — UNRELIABLE, BUT THE WHO @# 
Drasical J Ye OR NEAR CERTAINTY. RECOMMENDED SS‘CYCLES. 9. 
’ https://cormandrostenreview.com/ 


MORE PCR TEST ARTICLES AND VIDEOS: partial list of links. Please research on your own. 
Remember, suppresson and censorship of informaiton is very high. Please inform the uninformed, 
misinformed, and kool-aid drinkers. The evidence to prove the virus is a hoax is overwhelming, and 
everyone needs to know this... And more! 


REVIEW REPORT CORMAN-DROSTEN ET AL. EUROSURVEILLANCE 2020, (REPORT) November 27, 2020 
External peer review of the RTPCR test to detect SARS-CoV-2 reveals 10 major scientific flaws at the molecular 
and methodological level: consequences for false positive results. https://cormandrostenreview.com/report/ 


WHAT KARY MULLIS SAYS ABOUT PCR TESTING - SOME TAKE AWAY LESSONS FOR COVID19? (VIDEO) 
https://www.youtube.com/watch?v=iW OJKuSKw5c 


DROSTEN IM AMERIKANISCHEM CHAT SAGT:ES GIBT KEINEN VIRUS 

(DROSTEN ADMITS VIRUS ISN'T THERE 

“,. the disease is not existing, it's not there!... what we see is the typical finding... even though the incidents go 
up but, the fatalites dont go up.” 

https://www. bitchute.com/video/GsMnhdk2zdfH/ 
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CORONAVIRUS SCANDAL BREAKING IN MERKEL’S GERMANY OVER DROSTEN PCR TEST (VIDEO) 
https://www. bitchute.com/video/wiKanTvMikNZ/ 





NEW YORK TIMES PIECE FINDS PCR TEST NOT FIT FOR PURPOSE — STUNNING ADMISSION [VIDEO] 
September 1, 2020 
httos://www.europereloaded.com/nyt-piece-finds-pcr-test-not-fit-for-purpose-stunning-admission/ 


LANDMARK LEGAL RULING FINDS THAT COVID TESTS ARE NOT FIT FOR PURPOSE. SO WHAT DO THE 


MSM DO? THEY IGNORE IT November 27, 2020 
httos://www.rt.com/op-ed/507937-covid-pcr-test-fail/?fbclid=lwAR1I-BwAgaNn2sh6ONIm9-gECwtZGzO- 








3iHWaEwgi0P7whZYEf/ehYE7u00 
WHY ANTIBODY TESTS WON’T HELP YOU MUCH, NEW YORK TIMES, APRIL 21,2020 
https://www.nytimes.com/2020/08/21/health/coronavirus-antibody-tests.html 


COVID-19 TESTING SCANDAL DEEPENS By Joseph Mercola December 19, 2020 (ARTICLE) 
https://www.lewrockwell.com/2020/12/joseph-mercola/covid-19-testing-scandal-deepens/ 








DR. FUELLMICH - IS THE GERMAN DR. DROSTEN (INVENTOR OF COVID-19 PCR TEST) AN IMPOSTOR, 
FRAUD? (ENG) (VIDEO) October 27, 2020 https://www.bitchute.com/video/hdr29jrGNgMz/ 





WHAT IF DR. DROSTEN WOULD TELL THE TRUTH? ? #PCR-TEST-SCANDAL #SCAMDEMIC (VIDEO) 
https://www. bitchute.com/video/HvKfzQI7RPAY/ 





CV19 TEST INVENTOR KARY BANKS MULLIS EXPLAINS WHY DR. FAUCI ISN'T TO BE TRUSTED & MORE 
(VIDEO) 
https://www.youtube.com/watch?v=MkqQlY7JOfQ 





https://www.irishpost.com/news/leading-medical-journal-reveals-concerns-over-british-governments-covid- 





cronyism-198901 


SENSITIVE TESTS MEAN THAT MANY WHO TEST POSITIVE FOR COVID BARELY CARRY ANY VIRUS, 
MAKING IT HARD TO GRASP TRUE REACH OF DISEASE, September 3, 2020 
https://www.rt.com/op-ed/4998 16-positive-covid-virus-contagious/ 





THE PCR DECEPTION, (ARTICLE, VIDEO) December 23, 2020 
https://theconsciousresistance.com/the-pcr-deception/?fbclid=lwAR2RPcCo9RVwWAhfeQk- 
XOAeKNFKqdGahbW2GZVwzucsRg-3AnwLiyJZKfFs 








SEVERAL GOOD ARTICLES AND VIDEOS ON PCR TEST SCANDAL at this site. 
https://www.thelibertybeacon.com/?s=pcr 





WHO FINALLY ADMITS COVID19 PCR TEST HAS A ‘PROBLEM’ (ARTICLE) December 17, 2020 
https://principia-scientific.com/who-finally-admits-covid19-pcr-test-has-a-problem/? 
fbclid=lwAROtBJBpwPA7kCzTsLl_z8Z55z3MH-opfqgOcwEvnQDExpBp9yGISkqOt3hg 








CDC HAS DISCLAIMER RESEARCH USE ONLY 2019-NOVEL CORONAVIRUS (2019-NCOV) REAL-TIME RT- 
PCR _https://www.cdc.gov/coronavirus/2019-ncov/lab/rt-pcr-panel-primer-probes.html 





DR MIKE YEADON (FORMER PFIZER SCIENTIST): "GOVERNMENT ARE USING A COVID-19 TEST WITH 
UNDECLARED FALSE POSITIVE RATES." 
https://www. bitchute.com/video/8BURSV2Q7Wué4j/ 
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COVID19 PCR TESTS ARE SCIENTIFICALLY MEANINGLESS THOUGH THE WHOLE WORLD RELIES ON 
RT-PCR TO “DIAGNOSE” SARS-COV-2 INFECTION, THE SCIENCE IS CLEAR: THEY ARE NOT FIT FOR 
PURPOSE (ARTICLE) Jun. 30, 2020 


https://fort-russ.com/2020/06/covid19-pcr-tests-are-scientifically-meaningless/ 


THE COVID-19 RT-PCR TEST: HOW TO MISLEAD ALL HUMANITY. USING A “TEST” TO LOCK DOWN 
SOCIETY December 22, 2020 (ARTICLE) 
https://www.globalresearch.ca/covid-19-rt-pcr-how-to-mislead-all-humanity-using-a-test-to-lock-down- 





society/5728483 





COVID PCR TEST RELIABILITY DOUBTFUL — PORTUGAL JUDGES, (ARTICLE) November 27, 2020 
httops://www.theportugalnews.com/news/2020-11-27/covid-pcr-test-reliability-doubtful-portugal-judges/56962? 





fbclid=lwAR2yOU0ZvqkK7GqN54HadNP83NQ00XwzZJiDNFOnHqKApuSmHcmBimv50jhvo 





COVID PCR TEST RELIABILITY DOUBTFUL —- PORTUGAL JUDGES - THE PORTUGAL NEWS 
https://www. bitchute.com/video/2XfxIrNXAjJC/ 





CRIMES AGAINST HUMANITY: FRAUDULENT PCR TESTS TAKEN TO COURT (VIDEO) 


https://www.bitchute.com/video/VIhHsK87I2VE/? 
fbclid=lwAROxKuPF22LTLUsptpH58CE5ZSACyJKMbpxXUOroBQrUafRxXrjDRcY SZndr4 





CENSORED: WHY SARS COV 2 HASN'T BEEN ISOLATED, CHROMOSOME 8/PCR TESTS & SWINE FLU 
LIE ALL OVER AGAIN, August 28, 2020 (ARTICLE, VIDEO) 
https://www.thelastamericanvagabond.com/why-sars-cov-2-has-not-been-isolated-chromosome-8-pcr-testing-the- 
hin1-illusion-all-over-again/ 





THE SCAM HAS BEEN CONFIRMED: PCR DOES NOT DETECT SARS-COV-2 (DOCUMENT) 
http://philosophers-stone.info/wp-content/uploads/2020/11/The-scam-has-been-confirmed-Dsalud-November- 





2020. pdf 


BOMBSHELL EVIDENCE THAT COVID IS CHROMOSOME 8 HUMAN DNA - FAULTY PCR TEST | AMANDHA 
VOLLMER (VIDEO) August 21, 2020 
https://www. bitchute.com/video/ZQTavNa3KDpw/ 





MIND BLOWER! BEFORE HIS DEATH, PCR TEST INVENTOR BLEW THE "BIG SHAM" WIDE OPEN! 
(VIDEO), August 3, 2020 
https://www. bitchute.com/video/uPspObjr85E/ 





MEASURES DO NOT PREVENT DEATHS, TRANSMISSION IS NOT BY CONTACT, MASKS PROVIDE NO 

BENEFIT, VACCINES ARE INHERENTLY DANGEROUS: REVIEW UPDATE OF RECENT SCIENCE 

RELEVANT TO COVID-19 POLICY 

December 2020, Science reviews relevant to COVID-19, D. G. Rancourt Ontario Civil Liberties Association 

https://www.researchgate.net/publication/347964673 Measures do not_prevent_deaths transmission is not_by 
contact_masks_ provide no _benefit_vaccines are inherently dangerous Review update of recent _science_ re 

levant_to COVID-19 policy 





LEADING MEDICAL JOURNAL REVEALS CONCERNS OVER BRITISH GOVERNMENT’S COVID CRONYISM 
November 20, 2020 


https://www.irishpost.com/news/leading-medical-journal-reveals-concerns-over-british-governments- 
covid-cronyism-198901 
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